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THE WILLIAMS -ENGINEERING Co., Ltd. 

NODIS WORKS, EALING, W.5. 

LONDON. 
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Back Lining Gauge. 




Nicking and Bearding PL 



Adjustable Lead Mould. 




Dressing Plane. 
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Rubbing File. 
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Dresser's Float. 
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Paging Iron. 



J 




Justifier's Pump. 



Depth Gauge 
1 ,1000th o"ln?nch. 
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Bodying Gauge, Double ended. 




Fusible Mould. 






Furniture Mould. 



Ordinary French Furniture. 




H or Girder Furniture. 




